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Registered Voters 30810 - Cards Cast 11818 38.36% 

SENATOR in CONGRESS 

DEM 



Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

10343/14017 

73.8 % 

Total Votes 

9442 


ELIZABETH A WARREN 

9327 

98.78% 

Write-in Votes 

115 

1.22% 


Num. Report Precinct 21 

- Num. Reporting 21 

100.00% 

TREASURER 

DEM 



Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

10343/14017 

73.8 % 

Total Votes 

8273 


DEBORAH B GOLDBERG 

8237 

99.56% 

Write-in Votes 

36 

0.44% 


GOVERNOR 

Number of Precincts 

Precincts Reporting 

Times Counted 

Total Votes 

DEM 

Total 

21 

21 

10343/14017 

9116 

100.0 % 
73.8 % 

JAY M GONZALEZ 

5506 

60.40% 

BOB MASSIE 

3521 

38.62% 

Write-in Votes 

89 

0.98% 


LIEUTENANT GOVERNOR 

Number of Precincts 

Precincts Reporting 

Times Counted 

Total Votes 

DEM 

Total 

21 

21 

10343/14017 

8843 

100.0 % 
73.8 % 

QUENTIN PALEREY 

4357 

49.27% 

JIMMY TINGLE 

4473 

50.58% 

Write-in Votes 

13 

0.15% 


ATTORNEY GENERAL 

DEM 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

10343/14017 

73.8 % 

Total Votes 

9402 


MAURA HEALEY 

9355 

99.50% 

Write-in Votes 

47 

0.50% 


SECRETARY of STATE 

Number of Precincts 

Precincts Reporting 

Times Counted 

Total Votes 

DEM 

Total 

21 

21 

10343/14017 

9772 

100.0 % 
73.8 % 

WILLIAM E GALVIN 

5903 

60.41% 

JOSH ZAKIM 

3858 

39.48% 

Write-in Votes 

11 

0.11% 


AUDITOR 

DEM 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

10343/14017 

73.8 % 

Total Votes 

8164 


SUZANNE M BUMP 

8134 

99.63% 

Write-in Votes 

30 

0.37% 


REP in CONGRESS 

DEM 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

10343/14017 

73.8 % 

Total Votes 

8992 


KATHERINE M CLARK 

8957 

99.61% 

Write-in Votes 

35 

0.39% 


COUNCILLOR 

Number of Precincts 

Precincts Reporting 

Times Counted 

Total Votes 

DEM 

Total 

21 

21 

10343/14017 

8683 

100.0 % 
73.8 % 

M.M. PETITTO DEVANEY 

4394 

50.60% 

NICK CARTER 

4273 

49.21% 

Write-in Votes 

16 

0.18% 


SEN in GENERAL COURT 

DEM 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

10343/14017 

73.8 % 

Total Votes 

8707 


CINDY E ERIEDMAN 

8662 

99.48% 

Write-in Votes 

45 

0.52% 
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Num. Report Precinct 21 - Num. Reporting 21 100.00% 


REP in GEN CT 23rd Middle 

Number of Precincts 

Precincts Reporting 

Times Counted 

Total Votes 

DEM 

Total 

16 

16 

7599/10387 

7354 

100.0 % 
73.2 % 

SEAN GARBALLEY 

5524 

75.12% 

LORI LENNON 

1827 

24.84% 

Write-in Votes 

3 

0.04% 


REP in GEN CT 24th Middle 

DEM 

Total 


Number of Precincts 

5 


Precincts Reporting 

5 

100.0 % 

Times Counted 

2744/3630 

75.6 % 

Total Votes 

2207 


DAVID M ROGERS 

2200 

99.68% 

Write-in Votes 

7 

0.32% 


DISTRICT ATTORNEY 

DEM 



Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

10343/14017 

73.8 % 

Total Votes 

9250 


MARIAN T RYAN 

4360 

47.14% 

DONNA PATALANO 

4878 

52.74% 

Write-in Votes 

12 

0.13% 



CLERK of COURTS 

DEM 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

10343/14017 

73.8 % 

Total Votes 

8052 


MICHAEL A SULLIVAN 

8032 

99.75% 

Write-in Votes 

20 

0.25% 


REGISTER of DEEDS 

DEM 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

10343/14017 

73.8 % 

Total Votes 

7987 


MARIA C CURT ATONE 

7936 

99.36% 

Write-in Votes 

51 

0.64% 


SENATOR in CONGRESS 

Number of Precincts 

Precincts Reporting 

Times Counted 

Total Votes 

REP 

Total 

21 

21 

I46I/I695 

1362 

100.0 % 
86.2 % 

GEOFF DIEHL 

713 

52.35% 

JOHN KINGSTON 

404 

29.66% 

BETH JOYCE LINDSTROM 

237 

17.40% 

Write-in Votes 

8 

0.59% 


GOVERNOR 

Number of Precincts 

Precincts Reporting 

Times Counted 

Total Votes 

REP 

Total 

21 

21 

1461/1695 

1430 

100.0 % 
86.2 % 

CHARLES D BAKER 

918 

64.20% 

SCOTT D LIVELY 

505 

35.31% 

Write-in Votes 

7 

0.49% 


LIEUTENANT GOVERNOR 

REP 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

1461/1695 

86.2 % 

Total Votes 

1029 


KARYN E POLITO 

1009 

98.06% 

Write-in Votes 

20 

1.94% 


ATTORNEY GENERAL 

Number of Precincts 

Precincts Reporting 

Times Counted 

Total Votes 

REP 

Total 

21 

21 

1461/1695 

1140 

100.0 % 
86.2 % 

JAMES R McMAHON, III 

651 

57.11% 

DANIEL L SHORES 

481 

42.19% 

Write-in Votes 

8 

0.70% 


SECRETARY of STATE 

REP 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

1461/1695 

86.2 % 

Total Votes 

946 


ANTHONY M AMORE 

936 

98.94% 

Write-in Votes 

10 

1.06% 
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TREASURER 

REP 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

1461/1695 

86.2 % 

Total Votes 

912 


KEIKO M ORRALL 

898 

98.46% 

Write-in Votes 

14 

1.54% 


AUDITOR 

REP 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

1461/1695 

86.2 % 

Total Votes 

896 


HELEN BRADY 

883 

98.55% 

Write-in Votes 

13 

1.45% 


REP in CONGRESS 

Number of Precincts 

Precincts Reporting 

Times Counted 

Total Votes 

REP 

Total 

21 

21 

1461/1695 

1104 

100.0 % 
86.2 % 

JOHN HUGO 

767 

69.47% 

LOUIS KUCHNIR 

321 

29.08% 

Write-in Votes 

16 

1.45% 


of Precincts 
s Reporting 
iiiiica Counted 

Total Votes _ 

Write-in Votes 

SEN in GENERAL COURT 

Number of Precincts 
Precincts Reporting 
Times Counted 

Total Votes _ 

Write-in Votes 


REP in GEN CT 23rd Middle 

Number of Precincts 
Precincts Reporting 
Times Counted 

Total Votes _ 

Write-in Votes 


REP 

Total 

21 

21 

1461/1695 

_ 1 ^ 

_ 191 

REP 

Total 

21 

21 

1461/1695 

_ 1 ^ 

153 


100.0 % 
86.2 % 

100 . 00 % 


100.0 % 
86.2 % 

100 . 00 % 


Total 

16 

16 100.0 % 
1112/1317 84.4 % 

100 _ 

100 100 . 00 % 



DISTRICT ATTORNEY 

REP 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

1461/1695 

86.2 % 

Total Votes 

132 


Write-in Votes 

132 

100.00% 


CLERK of COURTS 

REP 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

1461/1695 

86.2 % 

Total Votes 

122 


Write-in Votes 

122 

100.00% 


REGISTER of DEEDS 


Number of Precincts 



Total 

21 

21 100.0 % 

1461/1695 86.2 % 

124 _ 

124 100.00% 


SENATOR in CONGRESS 

LIB 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

14/49 

28.6 % 

Total Votes 

8 


Write-in Votes 

8 

100.00% 


GOVERNOR 

LIB 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

14/49 

28.6 % 

Total Votes 

10 


Write-in Votes 

10 

100.00% 
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LIEUTENANT GOVERNOR Lffi 

Total 

Number of Precincts 21 

Precincts Reporting 21 100.0 % 

Times Counted 14/49 28.6 % 

Total Votes _6_ 

Write-in Votes 6 100.00% 


SEN in GENERAL COURT LIB 

Total 

Number of Precincts 21 

Precincts Reporting 21 100.0 % 

Times Counted 14/49 28.6 % 

Total Votes _6_ 

Write-in Votes 6 100.00% 


ATTORNEY GENERAL 

LIB 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

14/49 

28.6 % 

Total Votes 

8 


Write-in Votes 

8 

100.00% 


Num. Report Precinct 21 - Num. Reporting 21 100.00% 


COUNCILLOR 

LIB 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

14/49 

28.6 % 

Total Votes 

5 


Write-in Votes 

5 

100.00% 


Date;09/04/18 
Time:22:38:39 
Page:4 of 5 


SECRETARY of STATE 

LIB 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

14/49 

28.6 % 

Total Votes 

5 


Write-in Votes 

5 

100.00% 


TREASURER 

LIB 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

14/49 

28.6 % 

Total Votes 

7 


Write-in Votes 

7 

100.00% 


AUDITOR 

LIB 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

14/49 

28.6 % 

Total Votes 

8 


DANIEL EISHMAN 

8 

100.00% 

Write-in Votes 

0 

0.00% 


REP in CONGRESS 

LIB 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

14/49 

28.6 % 

Total Votes 

5 


Write-in Votes 

5 

100.00% 


REP in GEN CT 23rd Middle 

LIB 

Total 


Number of Precincts 

16 


Precincts Reporting 

16 

100.0 % 

Times Counted 

8/39 

20.5 % 

Total Votes 

4 


Write-in Votes 

4 

100.00% 


REP in GEN CT 24th Middle 

LIB 

Total 


Number of Precincts 

5 


Precincts Reporting 

5 

100.0 % 

Times Counted 

6/10 

60.0 % 

Total Votes 

3 


Write-in Votes 

3 

100.00% 


DISTRICT ATTORNEY 

LIB 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

14/49 

28.6 % 

Total Votes 

8 


Write-in Votes 

8 

100.00% 


CLERK of COURTS 

LIB 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

14/49 

28.6 % 

Total Votes 

6 


Write-in Votes 

6 

100.00% 
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REGISTER of DEEDS 

LIB 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

14/49 

28.6 % 

Total Votes 

5 


Write-in Votes 

5 

100.00% 
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